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~-with reports 
that bystanders caught 
in the middle of the fight 
between Spider-Man and his 
opponents, one of whom has 
been identified as Doctor 
Octopus, were able to 
eécape shorly before the 
hotel collapsed. 
y LAPD SWAT units 
‘and helicopters are searching 
H/ the area looking for Doctor 
Octopus and the man who 
‘may either have been an 
accomplice or who may also 
\ have been fighting Doctor 4 
Octopus for reasons 
‘not yet known. 


"We also have no information 
‘on the fate of Spider-Man, 
who may or may not have been 
able to escape the scene 
before the hotel collapsed. 


“According to structural 
experts, it i6 unlikely that 
anyone inside the hotel 
when it collapsed 
could have survived. 


© 2013 Marvel Characters, Inc, All rights reserved. All characters featured in this issue and the distinctive names and likenesses thereof, and all 


related indicia are trademarks of Marvel Characters, Inc. No similarity between any of the names, characters, persons, and or institutions in this 
‘magazine with those of any living or dead person or institution is intended, and any such similarity which may exist is purely coincidental. 


n dollars worth of 
lumber, paint and chrome 
can buy these days, 
isn't it, Al? 


Wii 
x 
‘Any 
word from the 
director? 
‘No sit. He's caught 
in trafic. Front gate's 
talking about some kind 
of problem up the road 
at the hotel -- 


Excuse me, but T thought there was supposed 
to be a closed set for these tests ~- 


T's just a skeleton 
crew, MN. T promise if 
anyone here sees anything 


ne hasn't sean before, Z' 


Look, we have to get these camera tests 
‘on hair, makeup and wardrobe done in time 
for the studio brass to approve it before we 
shoot. We don't need the director for that 

part. Tell ‘em to get out here. 


Yes sir, Mister 
Devereaux. 


producers make the big 
bucks, Al. When everybody 
else flakes out, we get 
things done. 
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It's the writer, 
Fettes Grey, T gov 
the office Specific. 
instructions tat he 
wasn't invited — 


Hey, Rick, how's Ji 
go 
ine, My. Devereaux. 
\ Have you lost weight? 


You look great, 


Thanks. So 
Mary Jane, you've 
met your love 
interest? 


Why didn't I get a call sheet 
for the camera test?, 


77 T don't know... 
T gave my assistant 
specific instructions that you 
were to be faxed the call sheet 
wherever you were. T'll have 
her fired at once. 


We have 
bigger problems 
than that. Have you 
\ seen this last batch 
of notes? 


This isn't \ 


They don't like Lobster-Man's 
the best time % 


said it was stupid 
and improbable and not deep 
enough. What the hell does 
that mean? 


How was he 
created? 


By abite 
from a radioactive 
lobster. 


Look, Fettes... radiation is passe. It is 60 
last-century. We have to move on, create 
aw myths for a new audience. Besides, if 
Vg S isa Lobster od rather than a one-time 
something b/ager, i are Te only accident we can have all kinds 
tke he was dummoned J— 7) IRE sequels... Lobster-Boy and Lobster-Girl 
to the job by... get this... 4 and the Evil Lobster-Man, 
sormie kind of Giant you name it. 
Lobster Bod! 


IY think everthing’ stupid unfit 
they see it. then the next thing 
you know they're having it 


tattooed on their butts, 


~-estimating 
that it will be days 
before rescuers can 
reach the bottom of 
the collapsed 
hote 
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ling after 
filled with < ae) 


ert 
Including re... gets flattened under a few 
hundred thousand tons of wreckage. 


‘And T can't try to leave... 
because one wrong move 
and this all comes down |} 
around me... it means 
leaving my supply of air 
behind at some point... not 
a big deal ifT'm only under 
ten feet of debris... but if 
it's twenty, or thirty... 


+0F forty... 
‘or more. 


Till never make it 
before T run out of 
air. T can't try it 


Except ~T remember 
now -- as the place 
came down... 


Doe Ock and the new gu 

Cariyle... they were headed 

for the studio, head 
hostages 


Mary Jane. 
‘Aunt May. 
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= While T still 


—— = can? Are you Ifyou harm 
= SS l us, there's no way 
Took, whoever ~ 4 on earth you're getting 
‘you are, if you're smart Sa Sp out of here in one piece. Well, now, 
you'll take a hike #a| The LAPD has a policy: let's not be 
and get away while they don't negotiate 
you still can, iF over hostages. 


No one will. 


7 Look, I don't know what this is all about, but I'm T want a fast 
sure we can come to a reasonable compromise. This 97” cat out of here, no 
studio has considerable influence with the city, and YA ursut, and no interterence 
T'm a person of some importance mysi from amgone. But T know 
just tell me what you want and \ they won't take me H 
— seriously, no one 


y 


me ask you a 
But to show T'm question. 
}) [not completely heartless, 
T should pick someone. 


to make them ‘expendable. Someone 
understand just ; who's already had a 
how serious good, long life. 
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Me 


You're a fool, 
Octavius. You should 
have stayed away. 
There was room for 
two of us. But you had 
to press the issue. And 
‘now you have to leam 
the lesson every 
|>-\, stubbom man leans 
SA. sooner or later. 


Whoever has 
the most advanced 
technology always 

wins in the end. 


Thanks for 
pointing out the 


But it only works (Wi wi 

if there's nobody r\ much anybody else shopping 

else in town more s at tha Sharper image 
ese dau 


Yes...But T... 
think you should 
stay under here for 
awhile. I's...it's 


T catch MJ keeping 
Aunt May away, where 
she can't see what 
shape T'm in, and 
where she's safe. 


You're 
helping 
me? 
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T should 
never have 


‘Your life, what you do...it's pretty 
overpowering stuff, Peter. Afler a 


while it took over everything I was. 


T lived my life reacting to what 
you did with your life. 


But T'm still in 
love with you, MJ. T 
always will be. 80 what 

do T do about 


Of course if you Aadn’t Look, Peter...I don't know 
come, who knows what what to tell you right now. The 
might have happened \/ truth is, T stil need fo find out who |i 
in ther. ‘Lam, and where T fit in, not in 
terms of us, but like you Said, just 
in terms of being who T am, Am 
being me. 


T know...and 
Tim just as glad 
‘fe was here...but this 
is the me part of the 
discussion, MJ. T 

t. 


it was like..like everything T did on my own 
was just a distraction from the important stuf, 
and I can't be a distraction, T 
can't be a diversion. 


Tecan't 
bbe second place, 
Peter. T just can't, 
You can understand J} 
BA that cart you, 


Wall for me? Let me 
figure out what T need to 


T know 
that's hard, because’ 
Tecan't make any 
promises, but-- 


Till wait for you as long as 
you need. Or until the stars 
tum cold and fall from the sky. — 
Whichever comes first. awfully quiet, i 
‘Aunt May. £3 Thave been. 
Twas just 
thinking-- 


N 1s there anything 
kenow that allthis time, he ‘you want to tell me, 
oures _ Mary Jane? 


Doe 
Octopus, that’ 
right. 


Good... 
good...that's very J 3 
Jood, Mary Jane, Because But T'm not 
tm strong. 2 found out Tn invulnerable. And I want the rest 


You just 


x of my chocolate 
a lot stronger than I ever love you both more + 
Z cake, don't 
thought I was. Gg than I can say. : ae 
Just the ay 
parts with the 
frosting. 


